ETag: "3157cb8bba112eca68c88e654fd775b7"
accept: */*
accept-encoding: gzip,deflate,sdch
accept-language: ar,en-US;q=0.8,en;q=0.6
authorization: LOW meZVfJIp7AtKg2OL:REDACTED_BY_IA_S3
cache-control: no-cache
connection: close
content-length: 51664
content-type: multipart/form-data; charset=UTF-8
host: s3.us.archive.org
origin: https://archive.org
user-agent: Mozilla/5.0 (Windows NT 6.2; WOW64) AppleWebKit/537.36 (KHTML, like Gecko) Chrome/27.0.1453.110 Safari/537.36
x-amz-acl: bucket-owner-full-control
x-amz-auto-make-bucket: 1
x-archive-interactive-priority: 1
x-archive-meta-mediatype: texts
x-archive-meta01-collection: opensource_media
x-archive-meta01-description: uri(cxxsc)
x-archive-meta01-scanner: Internet Archive HTML5 Uploader 1.4
x-archive-meta01-subject: cdcs
x-archive-meta01-title: uri(Com%20Plazmic%20Theme%20Safi%20H)
x-archive-queue-derive: 0
x-archive-size-hint: 3007567
x-file-name: com_plazmic_theme_safi-h-7.cod
x-file-size: 51664
x-requested-with: XMLHttpRequest
x-upload-date: 2013-06-08T14:17:57.000Z
